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MEMORANDUM FOR: 

Deputy Director of Special Activities 

Deputy for Materiel, OSA 

Deputy for Operations, OSA 

Comptroller, OSA 

Contracts Management Division, OSA 


SUBJECT: 

IRAN of "H" Configuration SN-002 


REFERENCES: 

A: Memorandum for D/O/OSA, C/B&FD/OSA, COMPT/OSA, 

Subj : Reassessment of Requirement for "H" 

Camera, dated 9 January 1969 (IDEA-0087-69) 

25X1 A 


B* 2913 (IN 88843), Sub.iect: "H" System, 

SN-002 irAn 


1. Reference B gives time and cost to IRAN "H" Configura- 
tion SN-002. 

2. SSD/R&D/OSA strongly recommends we authorize Hycon to 
proceed to IRAN and bring "H" Camera SN-002 up to an O.R. status. 


25X1 A 


SSD/R&D/OSA 


CONCUR: 
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SSD/R&D/OSA/ 

DistributioiU 

Cy 1 - DD/SA 

2 - D/O/OSA 

3 - D/M/OSA 

4 - PRD/M/OSA 

5 - COMPT/OSA 

6 - CMD/OSA 

7 - D/R&D/OSA 

8 - SSD/R&D/OSA 

9 - SSD/R&D Chrono 
10 - RB/OSA 
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